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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live'' 
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Machine Too! Elements and Holding Devices Sectional Committee, PE 02 



FOREWORD 

This Indian Standard (Second Revision) was adopted by the Bureau of Indian Standards, after the draft 
finalized by the Machine Tool Elements and Holding Devices Sectional Committee had been approved by 
the Production Engineering Division Council. 

This standard v/as originally issued in 1962= The first revision of this standard was issued in 1977. In 
the second revision of this standard the following changes have been made: 

a) Tabic 1 has been modified, and 

b) Approximate mass of the bolts has been specified. 

While revising this standard considerable assistance has been derived from ISO 299:1987 'Machine tool 
tables — T-slots and corresponding bolts' issued by International Organization for Standardization (ISO) 
and DIN 787-1991 Tee bolts' issued by Deutsches Insti t ut fur Normung (DIN). 

The guiding surfaces of width 'a' are provided for the purpose to prevent rotation when the bolts are tightened 
and slackened and at the same time they ensure, as far as possible, that the T-slots are not chipped out 
or broken. 

For the purpose of deciding whether a particular requiremtcnt of this standard is com.plied with, the final 
value, observed or calculated, expressing the result of a test or analysis, shall be rounded off in accordance 
with IS 2: 1960 'Rules for rounding off numerical values (revised)'. The number of significant places retained 
in the rounded off value should be the same as that of the specified value in this standard. 
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Indian Standard 
T-BOLTS — SPECIFICATION 

(Second Revision) 



1 SCOPE 

This standard covers the requirements for T-bolts for 
T-sIots according to IS 2013:1995 T-slots — 
Dimensions and spacing {third revisionY ^xovidtd 
in machine tools and similar other applications. 

2 REFERENCES 

2.1 The following standards contain provisions which 
through reference in this text, constitute provision 
of this standard. At the time of publication, the 
editions indicated were valid. All standards are subject 
to revision, and parties to agreements based on this 
standard are encouraged to investigate the possibility 
of app lyin g the most recent ed itions of the standards 
indicated below: 



IS No 



Title 



1367 (Part 1): Technical supply conditions for 
1980 threaded steel fasteners : Part 1 

Introduction and general 
information (second revision) 

1367 (Part 2): Technical supply conditions for 
1979 threaded steel fasteners : Part 2 

Product grades and tolerances 
{second revision) 

I367(Part 3): Fasteners — Threaded steel — 

1991 Technical supply conditions : Part 

3 Mechanical properties and test 

methods for bolts, screws and studs 

with full loadabiiity {third revision) 

I367(Part 18): Technical supply conditions for 
1979 threaded steel fasteners : Part 18 

Marking and mode of delivery 
{second revision) 



1368: 1987 Dimensions for ends of parts with 
external ISO metric threads {third 
revision) 

1369(Part 1): Fasteners — Thread run-outs and 

1993 undercuts : Part 1 Dimensions for 

screw thread run-outs for external 

ISO metric threads {third revision) 

2013:1995 T-slots — Dimensions and spacing 
{third revision) 

3 DIMENSIONS 

3.1 The dimensions of T-boIts shall be as given in 
Table 1. 



3.1,1 The grade and tolerances on the dimensions 
for T-bolts shall be those specified for Grade 
A of IS 1367 (Part 2). ^ 

4 MECHANICAL PROPERTIES 

4.1 The mechanical properties for T-bolts shall 
conform to those given under property class 8.8 of 
IS 1367 (Part 3). 

5 GENERAL REQUIREMENTS 

5.1 T-bolts shall comply with the requirements of 
IS 1367 (Part 1) as far as manufacture and 
workmanship is concerned. Marking and mode of 
delivery shall be in accordance with IS 1367 (Part 18). 

6 DESIGNATION 

6.1 T-bolt of nominal size=22 nmi, length / = 125 
mm and rf, = M20 shall be designated as : 

T-bolt IS 2014 — 22 X 125 x M20 
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Table 1 Dimensions for T-Bolts 

(Clause 3.1) 
All dimensions in millimetres. 
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Table I (Concluded) 
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NOTE — For slot dimensions, refer IS 2013. 
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